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BILE NO- S-87- 06- 4G 
SPECIAL ORDINANCE NO. S- (YA 


AN ORDINANCE approving Change Order 
No. 1 and Final for Res. 186-87 - 
Street Lights, Kensington Blvd. 
(Cody to Niagra), with Weikel 

Line Co. ; Inc’, ‘in. connection. with 
the Board of Public Works and Safety 
of the City of Fort Wayne, Indiana. 


NOW, THEREFORE BE IT ORDAINED BY THE COMMON COUNCIL 


OF THE CITY OF FORT WAYNE, INDIANA: 


SECTION 1. That Change Order No. 1 and Final for Res. 


186-87 - Street Lights, Kensington Blvd. (Cody to Niagra), with 


the Weikel Line Co., Inc., in connection with the Board of Public 


Works and Safety, for: 


this Change Order is needed to 

attain a better and more maintenance 
free facility, the total length 

of 2/C #6 copper wire (U.G.) was 
increased but resulting in a reduction 
of push and/or bores, consequently 
saving contract monies; 


involving a net decrease of Six Hundred Ninety-Four and 56/100 
Dollars ($694.56), all as more particularly set forth in the 


specifications, and which is on file with the Office of the Board 


of Public Works and Safety and is by reference incorporated herein, 


made a part hereof, and is hereby in all things ratified, confirmed 


and approved. 
SECTION 2. That this Ordinance shall be in full force 
and effect from and after its passage and any and all necessary 


approval by the Mayor. 


m i ei ays 
ee Ber 
Councilmember 


APPROVED AS TO FORM 
AND LEGALITY i 

















; LES ‘Simerdnieyl) and On motion by 
seconded by hele a r and duly adopted, 
by tities’ and rar ommittee Z- (and the Ci 
Plan Commission jen Mander Hoaring to se held afta 
due legal notice, il Chambers, City-County Building, Fort Wayi 
indiana, on , the day of 
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Epe in fuil and on motion 
, and duly 


(LOST) by the following vote: 


Read the 
seconded by 
passage. PASSED 
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GiaQUINTA aar eae 
HENRY i 
REDD Jeti be a 
SCHMIDT MER rae 
STIER 1 all ae 

ALARICO eec, T 


DATE: Aa /- LL 





SANDRA E. KENNEDY; CITY CLERK 
Passed and adopted by the Common Council of the City of Port 


Wayne, Indiana, as (az 


= I : pi 
(SPECIAL) (ZONING—MAP) ORDINANCE ( 


on the JEM. day Or 
eh i pee 
ty me eee a 


SANDRA E. KENNEDY, CITY CLERK 














Presented by me to the Mayor 


on the. ete A day of 
at the hour of ASA ET S 


SANDRA E. KENNEDY, CITY CLERK 


Approved and signed by me this M raaa of Jka- 
19 b4 ; at the hour of hee o'clock A Ma EST 


WIN MOSES, JR., MAYOR i 


mee 
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Change Order No. 1 & Final 
Resolution No. 186-87 


Board Order No. 


REQUEST AND JUSTIFICATION FOR CHANGE 


Necessity for change: To attain a better and more maintenance free facility 
the total length of 2/C #6 copper wire (U.G.) was increased but resulting in 


a reduction of push and/or bores, consequently saving contract monies. 
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Will proposed change alter size of the project? Yes No X 








If yes, explain 


N/A 
eaaa a vere om a RG 2 eae TE 
a aerate ernie Re E ot 
Affect on operation and maintenance cost of this project: 


No affect on operation 


Cost effective savings on maintenance due to better accessibility to 

this facility. 
rr ee ee 
e di a co a BD ct I 





Project Engineer 
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CHANGE ORDER 


Change Order No. _1 & Final Resolution No. 186-87 
- Project No. Board Order No. 
Name of Project Kensington Boulevard (Cody to Niagra) Date_5/15/87 mags A E OAE 
To: Weikel Line Co. Inc. 
(Contractor) 
Gentlemen: 


You are hereby requested to comply with the following changes from the contract plans 
and specifications: 


Seer Description of Change |__| Change in Contract Price 
Unit Price| Decrease Increase 


103.0 Lft jTrench in earth 20" deep 84.46 
Bore or push 1%" tubing under street 

166.0 Lft |a11eys, drives sidewalks,trees, etc. 4.00 664.00 

233.0 Lft {Install 2/C #6 in trench or conduit 

79.0 Lft |Fine grading, seeding & mulching 27.05 


: Total Decrease 











81:53 









Total Increase 


Net (Decrease) (Krereaşe) Contract Price 


The sum of $694.56 is hereby (B8888X€8) (deducted from) the total contract price 
and the final contract price shall be adjusted as follows: 

Original Contract Price S 5517:60 

Current Contract Price Adjusted by Previous Change Order $ 0.00 

New Contract Price Including This Change Order $ 
The time provided for completion in the contract for this project is (unchanged) (XX&xkk8EA) 
(Herrene) by 0 calendar days due to this Change Order. The date for completion 
of all work shall be 6/1/87 - Furthermore, this document shall become an 


amendment to the contract and all provisions of the contract shall apply hereto. 


Recommended by: ns \. whe (Chief LightingEngineer) Date 6 [glaz 
Accepted by: CA ey : 


is 3 Dd, Bis (Contractor) Date É z x me ee z 
an C a~ 
Approved by: AA 2 City Engineer) Date i 


ER 4 So 
Approved Syte. nman +... (Owner) Date G4 ~ Pi im 


Attested by: ce F ET Da A E ) (Clerk) Date Z ~—/E—-F / 


- (466 
Admn. Anpr. 





TITLE OF ORDINANCE Change Order #1 and Final for Res. 186-87 - Street Lights 
Kensington Blvd. (Cody to Niagra) g 
DEPARTMENT REQUESTING ORDINANCE Board of Public Works & Safety 

SYNOPSIS OF ORDINANCE Change Order #1 and Final for Res. 186-87 - Street Lights for 
Kensington Blvd. (Cody to Niagra) is needed to attain a better and more maintenance free 


facility, the total length of 2/C #6 copper wire (U.G.) was increased but resulting in 


a reduction of push and/or bores, consequently saving contract monies. 


Weikel Line Co., Inc., Contractor 
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A TNE 2 earn a EN AL; AP a E S E E E ENE E Sin EE A E S 
ERS SE A AE ECS EA N E S E E AE E N L 
EFFECT OF PASSAGE To facilitate completion of project. 

<4 en N are au | E A E E T ON EE O ANES I N Gee a EY EENES R GEE S E 
r a A E ah UN GEM EPUAT ear Ea) E a PU a e E S S cers 
EFFECT OF NON-PASSAGE 

MONEY INVOLVED (DIRECT COSTS, EXPENDITURE, SAVINGS) Decrease of $694.56 

ASSTGNED TO COMMITTEE 


cIle 


——— MIIA 


BILL NO. 


WE, YOUR COMMITTEE ON 


REFERRED AN 


S-87-06-46 


CITY UTILITIES 


REPORT OF THE COMMITTEE ON : 
aa a eee 


CITY UTILITIES 


; TO WHOM WAS 
eee 


(ORDINANCE) (RESOLURLON). approving Change Order. 


No. l and Final for Res. 186-87 - Street Lights, Kensington . 
M A A a a ae: U Ol 
Blvd. (Cody to Niagra), with Weikel Line Co., Inc., in 


connection with the Board of Public Works and Sdfety of the 


BS eae ea aan a oar ener eee ee 
City of Fort.Wayne, Indiana i 


e a E a a a a L A A 


HAVE HAD SAID (ORDINANCE) 


( RÈSĞKĞXEŠŇ) UNDER CONSIDERATION AND BEG 


LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID (ORDINANCE) 


E e E cnr ae ee E Se 


(RESOXULTXLONK 


YES. 


Kaan Sn OS, ES CHARLES B. REDD 


P 










CONCURRED IN 





CHAIRMAN 





PAUL M. BURNS 
VICE CHAIRMAN 


THOMAS C. HENRY 


i SAMUEL J. TALARICO 


23 Gog 


NO 


a 
SANDRA E. KENNEDY 
CITY "CLERK 


